STRENGTH OF COOLNESS 


NORTHWIND 
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Too much coolness 


13 

30 

The right amount of coolness 


66 

54 

Not enough coolness 


20 

15 

Don't know 


1 
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QUESTION: And, what about the strength of the coolness? Would you say 
that Northwind had.."^ (READ LIST)? 


Source: https://www.industrydocuments.ucsf.edu/docs/mxpj0004 





